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DRAETED BY A/SY/T: LWGROB:JNH 
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SY/EO/EA 
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CONEIDENTIAL STATE 012401 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ADT ACOUSTICAL ALARM SYSTEM 

HONG KONG EOR RTC 

1 . IT APPEARS THERE IS A POSSIBLE AUDIO TRANSEER CAPABIL- 
ITY IN THE ADT SYSTEM INSTALLED IN OVERHEAD SECSTATE OE- 
FICE. 

2. THIS CAPABILITY WAS BROUGHT EORWARD BY RECENT U.S.S.S. 

TSO TEAM INSPECTION, WHICH WE BELIEVE YOU ARE AWARE OE. 

3. A/SY/T WOULD APPRECIATE YOUR BACKGROUND INFORMATION 
CONCERNING THIS PROBLEM AND WHAT MAY HAVE BEEN DONE SOLU- 
TIONWISE. 

4. PLEASE REPLY ASAP WITH AS MUCH DETAIL AS POSSIBLE. KISSINGER 
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